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TAGS: BEXP, TH 

SUBJ: HEALTH CARE SECTORS EQUIPMENT AND INSTRUMENTATION 
EXHIBITION, BANGKOK, NOVEMBER 1975 

SINGAPORE FOR TRADE CENTER 

REF: STATE 006460 

1. THE ANNUAL HOSPITAL DIRECTORS CONFERENCE AND THE MEDICAL 
ASSOCIATION CONFERENCE ARE EXPECTED TO BE HELD FIRST WEEK OF 
NOVEMBER. HOWEVER, THE FINAL DECISION ON DATES AND SITE HAS 
NOT BEEN MADE PENDING THE FORMATION OF A NEW GOVERNMENT, 

WHICH WILL FOLLOW PARLIAMENTARY ELECTIONS SCHEDULED FOR JANUARY 
26. THAT DECISION WILL REST WITH THE NEW MINISTER OF PUBLIC 
HEALTH. THE SECRETARY OF THE CONFERENCE COMMITTEE ANTICIPATES 
DECISION MAY NOT BE MADE UNTIL ABOUT APRIL. 

2. IN UNLIKELY EVENT PREFERRED SITE WOULD NOT BE AVAILABLE, 

ONE ALTERNATIVE WOULD BE INDRA HOTEL, ABOUT FIFTEEN MINUTES 
AWAY FROM CONFERENCE, WHICH DOES HAVE SPACE AVAILABLE. 

SHUTTLE BUS SERVICE COULD BE ARRANGED IF NECESSARY. 

3. EMBASSY WILL ADVISE WHEN MORE CONCRETE INFORMATION ON 
DATES AND SITE IS AVAILABLE. 

KINTNER 
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